2:00 pm 
3:30 pm 
3:45 pm 

4:00 pm 


Forest Preserves of Cook County 
Conservation & Policy Council Budget Review Committee 

October 6, 2010 ■ 2 pm to 4 pm 

69 W. Washington, Suite 2010, Chicago, Illinois 60602 


AGENDA 


1. Review & make recommendation regarding 2016 budget. 

2. Review and approve 5 year strategic plan. 

3. Review and approve annual report. 

4. Adjourn 


1 



